
Equipment DIRECT 
Quality Restaurant Equip me nit 
at Wholesale Prices 



USA Restaurant Equipment 



We sell commercial restaurant equipment for less. Our quality and 
customer service speaks for itself. If you are looking for commercial 
kitchen sinks, faucets, tables, chairs, work tables or replacement parts for 
your favorite Hobart equipment, we would be happy to serve you. We are 
located in Atlanta GA, but we can ship your product anywhere in the 
continental United States and Canada. 

Please contact us for rates to Canada or outside the Continental USA. 
Please have a look around. If there are any questions or concerns, please 
contact us. 



Zurn Z-1189-12 Lb Oil and Sediment Interceptor 




An acid resistant coat on the exterior and interior, 
fabricated steel construction, bronze cleanout plug 
and visible double wall trap seal, removable sediment 
bucket, horizontal baffle, internal vent connection, 
with Dura-Coated heavy-duty cast iron grate. Waste 
water flows through the grate at the top of the 
interceptor into the sediment pan where greasy 
sludge and solids are detained. 



Dimensions: 



> 12 LB Sludge Capacity 106 GPM 

> 49" Grate open Area w 1 Grate and 1 Pan 

> Outlet Pipe Size 2" 

> Width Front to Back 1 1 -3/8" 

> Length Side to Side 17-1/8" 

> Height Floor to top 15" 

> Bottom to Center of Inlet 10-1/2" 

> 70 Lbs 



JR Smith-871-T0150 Solids Interceptor 15 gpm 




$229.97 



ENGINEERING SPECIFICATION: 
JRSmith-871-T0150 

> Acid Resistant All White Composite Interceptor, in lieu 
of fixture 'P' trap, for on-floor installation, 

> Removable PVC sediment bucket having a removable 
3/32" dia. perforated flow 

> Defusing/intercepting PVC screen, with top access 
gasketed secured cover, stainless 

> Steel draw latches and hardware with an ABS handle 
for easy removal of sediment bucket and screen. 

> Regularly furnished with threaded low inlet and high 
outlet.** 

> 15 GPM 

> 1-1/2" Inlet /outlet 

> Shipping Rebate Coupon for 871-T0150 only Put in 
Coupon Code GT40 at Checkout 



Benchmark 51018 Pass-Thru Heated Pretzel Merchandiser-18 M Pizza 




Humidified Display Warmer 18" model. The rotating racks 
will stop automatically when either the front or rear door is 
opened making it ideal for either front or back counter 
applications. Each display warmer comes with an easily 
interchangeable, 3-tiered, pan rack and hook rack for Ideal 
for Pizza or Pretzel application 

The stainless steel food-zone and cabinet insure years of 
durability while the 4" legs provide for easy under cabinet 
cleaning. The temperature readout and adjustable 
thermostat allow for perfect holding temperatures of any 
food products. 



Key Features: 



• Two doors for front or rear counter applications 

• Tempered glass side and door panels 

• Covered by Benchmark USA's exclusive 3-year warranty 

• Adjustable thermostat 

• Adjustable chrome-plated racks can be placed flat or sloped. 

• Stainless steel and aluminum construction 

• Attractive graphics for point-of-sale merchandising 



100 LB JR Smith 8050 Heavy Duty Grease Trap Interceptor 50 GPM 



Duco Coated interior and exterior 
fabricated steel grease interceptor, PDI, 
rated a with internal air relief by-pass, 
bronze clean out plug, Used in kitchens, 
restaurants, institutions, and all types of 
food processing areas where waste water 
contains grease, fats and oil. Rate of flow 
into interceptor is controlled by a flow 
control fitting, thus enabling the interceptor 
to collect over 90% of the grease which 
flows into it. 



"Uni-lock" cover design permits fast cover removal for periodic cleaning. 
Interceptor may be set on floor, semi-recessed in floor or fully recessed with 
cover flush with finished floor. Note: Location of outlet from bottom of 
interceptor cannot be changed. 




Certified by the Plumbing & Drainage Institute 



For more information please 

visit 

http://www.usaequipmentdirect.com 



